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TERMI-TWIST* Connectors 





FEATURES 


• Low per I ine cost 

• .156 centers for high density 

• Gold over nickel plating 

• Compatible with TERMI-POINT cli ps dr solder, 
weld ond wrap type wiring 


• Shoulder design assures positive positioning 

• Built within the parameters of rigid military 
specifications 

• Versotility of complex matrix wiring with automatic 
machine 


The new TERMI-TWIST Connector is a one-piece printed board edge connector designed primarily for wiring 
with TERMI-POINT wiring devices. For point-to-point wiring applications, these connectors can be arranged 
in a panel and terminated automatically by the TERMI-POINT * automatic machine. 


TERMI-TWIST Connectors are available in both general purpose phenolic and diallyl phthalate housings. 
This Connector employs high performance bifurcated contacts. The redundant characteristics of this contact 
together with the proven gold over nickel plating provides excellent electrical characteristics, yet offers a 
low per line cost. 

Complete connector assemblies in 22 and 43 position sizes, either loaded one or both sides are available for 
immediate deliveryv^pther sizes available on request, consult AMP Incorporated, Harrisburg, Pennsylvania. 
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SPECIFICATIONS 


22POSITION 

CONNECTOR 



43 POSITION 
CONNECTOR 



CONTACT MATERIAL AND PLATING: PHOSPHOR BRONZE - .000005 GOLD 
OVER .000050 NICKEL WITH .000030 GOLD IN CONTACT AREA 


CONNECTOR WILL ACCEPT .054..071 PRINTED CIRCUIT BOARDS 


NO. OF 

POSITIONS 

CONTACTS LOADED 

IN HOUSING 

HOUSING 

MATERIAL 

PART 

NUMBER 

22 

CONTACTS BOTH SIDES 

DIALLYL PHTHALATE 

67031 

PHENOLIC 

67031.1 

CONTACTS ONE SIDE 

DIALLYL PHTHALATE 

67040 

PHENOLIC 

67040.1 

43 

CONTACTS BOTH SIDES 

DIALLYL PHTHALATE 

670 15.3 

PHENOLIC 

67015.4 

CONTACTS ONE SIDE 

DIALLYL PHTHALATE 

67039 

PHENOLIC 

67039-1 



INTER CONTACT 
KEYING PLUG 
» 582501.1 

































































































































































